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ADVERTISEMENTS. 


ii. G.E.C. Electric Furnace for Annealing by 


the Grunewald Process. 


ii. Coventry and Tangic Dies (Alfred Herbert, 


Ltd., Coventry). 
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No. 3. August, 1934. 


SUBJECT. 


ii. Auto-Flex Street Traffic Control System 
(The Siemens & General Electric Rail- 


way — Co., Ltd.). 
ii. Industrial 


(Babcock & Wilcox). 


evival and the Bailey Furnace 





iv. G.E.C. Railway Electrification Scheme. 


v. Paxoline Insulation (Micanite & Insulation 

| Co., Ltd.). 

vi. Radial Drilling Machines (Wm. Asquith, 
Ltd.). 

No. 2. May, 1934. 

PAGE SUBJECT. 

i. G.E.C. Diesel-electric Drives. 

ii. G.E.C. Electrical Equipment for Trolley 

| Buses. | 

iv. G.E.C. Lighting at the Royal Society, 
Burlington House, Birmingham. 

v. Radial Drilling Machines (Wm. Asquith, 
Ltd.). 

vi. Micanite (The Micanite & Insulation Co., 
Ltd.). 

vii. Lumsden 4-wheel Tool Grinders (Alfred 


Herbert, Ltd., Coventry). 


iv. G.E.C. Witton Motors at Hull Ice Works. 
v. Radial Drilling Machines (Wm. Asquith, 
Ltd.). 
vi. Atritors (Alfred Herbert, Ltd., Coventry). 
vii. Steel (Colvilles, Ltd.). 
No. 4. November, 1934. 
PAGE SUBJECT. 
li, G.E.C. Floodlighting. 
ui. G.E.C. Hydro-electric Plant. 
iv. G. E.C. Witton Motors for Rolling Mill 
Drives. 
v. Magnet Bell type Electric Furnaces. 
vi. Radial Drilling Machines (Wm. Asquith, 
Ltd.). 
vii. Special Process Equipment (Babcock & 
Wilcox). 
viii. Steel (Colvilles, Ltd.). | 
ix. Lumsden 4-wheel Tool Grinders (Alfred 


Herbert, Ltd.). 











